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Sir George Williams University Principal Dr. J. W. O'Brien today issued the following 


statement: 


In view of the continuously rising costs of goods and services the University will 
find itself in an extremely difficult financial position. Last year we were able to 
balance our budget at the government-spproved level of expenditure. This year we 
will have a somewhat lower income from student fees due to the fact that two out of 
five pre-graduate years will be collegial. As a result the total ScwU budget ap- 
proved by the government is only 2.9 per cent larger than it was in 1969-70. ‘This 


is considerably less than the real increase in the cost of running the University. 


Last year there was a real attempt to move towards a more balanced financial treat- 
ment of the Quebec universities. While we appreciate the very difficult financial 
position in which the new government finds itself, we can only regret that a further 
move in this direction, as demonstrated by the formulas discussed some months ago 


with the universities, has not been maintained this year. 
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Maleolm Stone 

Information Officer 

Sir George Williams University 
(879-2867) 
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M. J.W. O'Brien, recteur de l'Université Sir George Williams, a fait aujourd'hui 


la déelaration suivante: 


Pace &@ la hausse constante dee frais et services 1‘Université se trouvera dans 
une situation financiére des plus difficile. L‘'année derniare nous avons pu 
maintenir notre budget en maintenant les dépenses & un niveau approuvé par ie 
gouvernement. Cette année le revenu, provenant des étudiants, sera légérement 
inférieur du fait que deux des cing premiéres années universitaires seront du 
niveau collégisl. En conséquence, le budget total de Sir George Williams approuvé 
le gouvernement n'est que de 2.9% plus élevé que eelui de 1969-70, proportion qui 
reste bien en-decgd de L*augmentation réelle des frais d‘exploitation de 1‘Univer- 
sité. 


L*année derni@re on a déployé des efforts réels en we d‘un financement plus 


JNOINWWOS/ MSS 


équilibré des universités québéeoises. Tout en nous rendons compte de la situa- 
tion financiére trés difficile dans laquelle se trouve le nouveau gouvernement, 
nous ne pouvons que déplorer qu‘un nouvel effort dans cette voie, selon les for- 
mules présentées aux universités il y a quelques mois, n'a pas &té poursuivi 


cette année. 


Maleolm Stone 

Directeur de 1’Iaformation 
Université Sir George Williams 
(879-2867) 


